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Integrated Disease Surveillance Programme CSVID- 19 
I Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 08-03-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 760 (since 15t® March 2020) 
@) Positive Today: 33 WY Recovered Today: 42 
4 Death Today: 00 4 Active Cases: 473 


S*’Y Sample Positivity today: 0.48% R% Recovery Percentage: 95.69% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 91694 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 87746 (95.69%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3206 (3.50%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 269 (0.29%) 
5. Number of samples found negative for COVID-19 today: 6817 
6. Total number of samples sent for COVID-19 testing today: 6838 
7. Total number of cumulative samples found negative since 01.01.2022: 11357562 


SH Dba wore A BH Haat AEA HO MeN e...gH ovTet acerer are esa wt 
3H YOR Rd feb SARI Aas FARA Gen XS a Whulctiep ama A Ya et. 

@ Use Tecl 3S, WAU UX oT, WT ag hI Ader Hi. 
@ Uidieat Hat UN aret YlclesIS CHT SPAT chi. 
@ Udita 36 HI aa Ht, Tara WH Ure at fe. 
@ dle 8 ae) Vara a Ua Carell Gt Hel a A HA Hi. 


% 
eer STs a tetera fear geet oer FS ge atara zBh Fm 



















Hogfad Teal oI Ach. 
@ sid HS/TRAS thy, TW OS 4 Re arya tare Veraf a 
Ged Haas deta Talegl Veta cpr Wael of cpt. 
@ (Tle, TAN, Year, MATa safe car Guia: uecaT apy | 
@ sUel OF AR Tet Faewal H feoraqal Gr Ulesat Ht. 
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Detailed Status of Sample Tested 


Negative | Ne2atve | positive | _fositive 
in last 24 : in last 24 ‘ 
Since Since 
hours hours 


01.01.2022 01.01.2022 


Cumulative Cumulative 


U.S. Nagar 
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Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun parabens the coeeol ines 
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SARRATS VAT 


Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


) Whatsapp No. 9412080544 


Details of District Control Rooms 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 





MRcl H fasG Ssls HONK Pc Wet e.. 


clare #100 ufaeta siraept atrottarzt 
atattaa stat atte! 
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COVID-19 Vaccination 


8th March 2022 


*® Sessions Held Today: 786 

* Number of Beneficiaries Vaccinated Today: 11762 
* Total Number of Beneficiaries Partially Vaccinated: 8583152 
* Total Number of Beneficiaries Fully Vaccinated: 7958171 


*% Total Number of Beneficiaries Given Precaution Dose: 404371 


Details of Beneficiaries Vaccinated in Uttarakhand 


coverage 


15-17 Cumulative 


ae years 18+ years Tow Neel 


Fully Partially 


Fully Precaution 


Vaccinated Dose 
(Both Coverage 


Dose 
Coverage) 


Fully 
Vaccinated 
(Both 
Dose 
Coverage) 


years Fully Partially 
Partially Vaccinated | Vaccinated 
Vaccinated | vaccinated 


Vaccinated (Both (1st Dose (Both (1st Dose 


Dose Coverage) 
Coverage) 


‘Haridwar | 70499 | 29998 | 1510158 | 1440940 | 17784 | 17597 | 48446 | 48309 | aago7_| 1376 | 101 
/Nainital | 47283 | 29725 | 755361 | 724739 | 1a1s9 | 13819 | 20106 | 20136 | 39347 | 728 | 122 
-Pauri | 30699 | 18547 | 452894 | a1o946 | 7914 | 7912 | 7098 | 7169 | 28056 | 2378 | 94 
Pithoragarh | 22061 | 11613 | 326373 | 311496 | 4095 | 4110 | 318 | s4os_| 18032_| 408 | 39 
frarmraeg, 290 gms Batt sass | 2465288896 | 7 ig a 


| 29090 _ 
75168 — 


Uttarkashi 
ae a 


Partially 
Vaccinated 
(1st Dose 
Coverage 


Precaution 
Dose 
(1st Dose 
Coverage) 


Dose Coverage 
Coverage 





